56       DOCKETED ITEMS

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203240072 Confirms plans to have mgt meeting on 920324 in Two Rivers, Wl to dis-
cuss plant activities & other items of mutual interest.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/16. ZACH.J.J, Wisconsin Electric
Power Co. 1p, 61053:276-61053:276.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Rres at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223,

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Fl6w From RHR Pump During Refueling
Cavity Draindown."

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire.*'

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203040010 Ack receipt of 920205 Itr & check for $150,000 in payment for civil penal-
ties imposed by NRC in 920110 Itr.Understands that closure time of MSIVs will be
obtained during OP-13B performance when conducting shutdown.
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/02. ZACH.J.J. Wisconsin
Electric Power Co. 1p. 60767:022-60767:022.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046.

9203130263 Responds to NRC 920214 Itr re violations noted in Insp Repts 50-266/92-
04 & 50-301/92-04.Corrective actions:personnel performing post-maint testing coun-
seled & rev being made to Design Guideline G02, "...Preparation of Installation...."
ZACH.J J. Wisconsin Electric Power Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 3pp. 60933:082-60933:084.

9203260305 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-266/92-04 & 50-301/92-04.

GREENMAN.E.G, Region 3 (Post 820201). 92/03/20. ZACH.J.J. Wisconsin Electric
Power Co. 1p. 61129:360-61129:360.

9203300021 Forwards exam rept 50-266/OL-92-01 administered on 920225.
WRIGHT.G.C.   Region  3  (Post 820201).  92/03/23. ZACH.J.J. Wisconsin Electric
Power Co. 2pp. 61110:116-61110:121.

-9203300024 Initial retake operational exam rept 50-266/OL-92-01 on 920225.Exam
results:one SRO failed operational section of exam.

BAILEY.R.M.. BURDICK.T.M. Region 3 (Post 820201). 92/03/19. 4pp. 61110:118-
61110:121.

9203310243 Discusses NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratifica-
tion - Evaluation of WOG Bounding Analysis."

ZACH.JJ. Wisconsin Electric Power Co. 92/03/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 61216:338-61216:340.

R. Periodic operating reports & related correspondence

9203030345 "Annual Results & Data Rept for 1991." W/920228 Itr.
ZACH.JJ. Wisconsin Electric Power Co. 91/12/31. 133pp. 60856:168-60856:302,

9203040191 "Point Beach Plant.Units 1  & 2 Semiannual Monitoring Rept, Jul-Dec
1991." W/920228 Itr.
ZACH.J.J. Wisconsin Electric Power Co. 91/12/31. 16pp. 60866:098-60866:113.

9203090308 Monthly operating repts for Feb 1992 for Point Beach Nuclear Plant.Units 1
& 2.W/920306 Itr.

PETERSON.D.C., ZACH.J.J. Wisconsin Electric Power Co. 92/02/29. 9pp. 60883:141-
60883:149.

S. Reportable occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part  21   rept,dtd   920204,re   Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems. Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). ip. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.
* MKW Power Systems, inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203170316 NPDES noncompliance notification:on 920304,daily max total residual chlo-
rine effluent limitation was exceeded. Investigation into incident cornmenced.Ltr outlin-
ing results of investigation & corrective actions.if any.will be sent.
ZACH.J.J.   Wisconsin   Electric   Power   Co.   92/03/06.   Wisconsin.   State   of.   1p.
60974:330-60974:330.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203300021 Forwards exam rept 50-266/OL-92-01 administered on 920225.
WRIGHT.G.C.  Region 3  (Post 820201).  92/03/23.  ZACH.J.J. Wisconsin  Electric
Power Co. 2pp. 61110:116-61110:121.

-9203300024 Initial retake operational exam rept 50-266/OL-92-01 on 920225.Exam
results:one SRO failed operational section of exarn.

BAILEY.R.M., BURDICK.T.M. Region 3 (Post 820201). 92/03/19. 4pp. 61110:118-
61110:121.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.   Region  3  (Post  820201),  92/03/25.  Consumers  Power Co.  3pp.
61110:314-61110:316.
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F. Security, medical, emergency & fire protection plans

9111060210 Transmits detailed FOSAVEX-91 scenario for 1991 plant exercise of de-
fueling emergency response plan (DERP).

CRAWFORD.A.C. Public Service Co. of Colorado.  91/10/30.  Document Control
Branch (Document Control Desk). 2pp. 60999:300-60999:340.

-9203240075 FOSAVEX-91 scenario for 1991 plant exercise of defueling emergency re-
sponse plan.

*  Public Service Co. of Colorado. 91/11/20. 38pp. 60999:302-60999:340.

9203030471 Advises that 911216 mods to ISFSI physical security plan acceptable in
meeting requirements of 10CFR73.50.Paragraph 1.0 of physical security portion of
safeguards App B to License SNM-2504 revised as reflected in encl.
CREED.J.R. Domestic SG & Regional Oversight Branch (Post 881218). 92/02/28.
WAREMBOURG.D.W. Public Service Co. of Colorado. 2pp. 60793:093-60793:094.

9203090012 Authorizes implementation of facility emergency response plan when all
fuel elements removed from facility reactor bldg.Plan must be revised to address long-
term emergency response requirements & independent spent fuel storage.
BEACH.A.B. Region 4 (Post 820201). 92/03/03. CRAWFORD.A.C. Public Service Co.
of Colorado. 3pp. 60832:152-60832:154.

9203170186 Revised Decommissioning Emergency Response Plan.governing emergen-
cy preparedness for plan & ISFSI while plant is being decommissioned.W/920306 Itr.
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/06. WEISS.S.H. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 84pp.
60982:198-60982:281.

9203240167 Forwards Issue 3 of Section 6 of Defueling Emergency Response Plan
(DERP) & Issues 3 of DERP Implementing Procedures.including DERP-EXP.DERP-
FIELD.DERP-SURVEY & DERP-TSC,

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/13. Document Control
Branch (Document Control Desk). 1 p. 61161:007-61161:123.

--9203240170 Issue 3 to defueling emergency response plan (DERP).

*  Public Service Co. of Colorado. 92/03/13. 21pp. 61161:008-61161:028.

-9203240172 Defueling Emergency Response Plan (DERP) Implementing
Procedures.including Issues 3 to DERP-EXP.DERP-FIELD, DERP-SURVEY & DERP-
TSC.

*  Public Service Co. of Colorado. 92/03/13. 95pp. 61161:029-61161:123.

9203300145 Forwards safeguards insp rept 50-267/92-05 on 920225-28.No violations
noted.Areas of concern included poor housekeeping in alarm station work areas &
weakness in protected area detection aids.Details withheld (ret 10CFR73.21).
BEACH.A.B. Region 4 (Post 820201), 92/03/24. CRAWFORD.A.C. Public Service Co.
of Colorado. 4pp. 61199:301 -61199:306.

-9203300155    Partially    withheld    insp    rept    50-267/92-05    on    920225-28    (ref
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security
program including,mgt support & audits & protected & vital areas.
MURRAY.B. Region 4 (Post 820201). 92/03/18. 2pp. 61199:304-61199:306.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.7 Ack receipt of util 920224 Itr re violation in insp repts 50-254/91-24 & 50-
